Its 


"A    Friendly    Church    with    a    Vital  Message" 
Organized  July  4,   1875,  a  connpletely  modern,  air- 
conditioned    building    with    facilities    for    all  ages. 
First    Baptist  Church 
Covell    Avenue   at   22nd  Street 
Sioux  Falls,  5.  Dak. 
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